Mount  Vernon  Church  M.  E.  South, 
Washington,  D.  C. 
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This  side  may  be  used  for  correspondence. 
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Mount  Vernon  M.  E.  South  is  located  at  ^ 
9th  and  K  Streets,  (Mount  Vernon  Place). 
Pastor,  Rev    J.  Howard  Wells.    Services  ^ 


11  A.  M.  and  8  P.  M. 
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